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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 025833 

64 

ORIGIN COME-OO 

INFO OCT-01 EA-07 ISO-OO EB-05 SS-20 RSC-01 /034 R 
66615 

DRAFTED BY WHPEDERSON/PC/IED/266 
APPROVED BY EB/OCA/REP:LHPOMEROY 
DTBA/BTC/F.TD/MF, FREEMAN 
EB:.9:-/BR - R. SWART 

096049 

R072117Z FEB 74 
FM SECSTATE WASHDC 
TO AMCONSUL MELBOURNE 

UNCLAS STATE 025833 

E.O. 11652:N/A 
TAGS: BGEN, AU 

SUBJECT: REQUEST FOR LIST OF U.S. FIRMS IN 
BIO-MEDICAL FIELD 

REF: MELBOURNE TEL 1277, DECM 8, 1973 

PARA. 2 OF REFTEL REQUESTED AITR LIST OF BIO-MEDICAL 
EQUIPMENT EXPORTERS. THE AVAILABILITY OF AITR LISTS 
HAS BEEN DELAYED BECAUSE OF NEW EQUIPMENT AND THE CONVERSION 
TO THE 1972 SIC CLASSIFICATION, COMPATIBLE TO THAT USED IN THE 
TRADE OPPORTUNITIES PROGRAM. 

IT IS INTENDED THAT POSTS REQUESTING AITR LISTS USE THEM 
FOR REFERENCE PURPOSES IN THE SAME MANNER AS THEY USE 
THOMAS REGISTER. IT IS NOT INTENDED THAT THEY BE USED FOR 
ESTABLISHING OR EXTENDING DIRECT CONTACT BETWEEN THE POSTS 
AND THE LISTED COMPANIES TO THE DETRIMENT OF OTHER 
PROGRAMS, SUCH AS TRADE OPPORTUNITIES, AGENCY DISTRIBUTOR 
SERVICE, ETC. COMMERCE IS ABLE TO SEND TO THE POST AN AITR 
ALPHA LISTING FOR BIO-MEDICAL EQUIPMENT WHICH COVERS OVER 1600 
U.S. FIRMS. THE PRODUCTS COVERED ARE MORE SPECIFIC THAN THOSE 
USED IN THE REFTEL WHICH EVIDENTLY REFERRED TO THE SIC'S 
IDENTIFIED IN THE GLOBAL MARKET SURVEY BIO-MEDICAL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 025833 

EQUIPMENT PAGE 4. AS STATED ABOVE IT IS TO BE USED FOR REFERENCE 
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PURPOSES ONLY. 

ACTION REQUESTED 

IN VIEW OF THE SIZE OF THIS LISTING AND THE INTENDED USE 
THE POST SHOULD REVIEW ITS PREVIOUS REQUEST AND DETERMINE 
IF IT STILL WANTS THE AITR LISTING. IF SO A NEW REQUEST 
SHOULD BE SUBMITTED. 

RUSH 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE025833 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PC/IED/266 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740248/aaaabsxp.tel 

Line Count: 70 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: MELBOURNE TEL 1277, DECM 8, 1973 

Review Action: RELEASED, APPROVED 

Review Authority: WorrelSW 

Review Comment: n/a 

Review Content Flags: 

Review Date: 28 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 FEB 2002 by bryansd0>; APPROVED <27 NOV 2002 by WorrelSW> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR LIST OF U.S. FIRMS IN BIO-MEDICAL FIELD 
TAGS: BGEN, AU 
To: MELBOURNE 
Type: TE 
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